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DCI/ICS 84-3705 
11 January 1984 


MEMORANDUM FOR: SECOM Members, Alternates, and Observers 

FROM: 25X1 

Director, Planning and Policy Staff 

SUBJECT: NFIB Organizational Chart for Automated Information Handling j 

Security i 


1. In April 1983, the Deputy Director of Central Intelligence (DDCI) 
initiated an Inte lligence Community Co mputer Security (COMPUSEC) Project under 

the leadership of One objective of the project was to 25X1 

identify the organizations and management structures of all groups that play a 

role in the security of automated systems. The attached chart was developed 

to depict key groups within the Intelligence Community (IC) and the Department 

of Defense (DoD) that have responsibility for computer security and/or 

communications security. 

2. This is an initial draft of the chart. It is requested that this 
chart be reviewed by you and appropriate members of your staff. 

I 25X1 


CONFIDENTIAL 
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3. Since the chart was developed using information received through 
informal channels, it is requested that it be reviewed by eac h of you for 
ac curacy. Cp mments or questions should be directed to [ 
at 


Further request that you respond with corrections and/or 


endorsements NLT 15 Feb ruary 84 and that you include the name of an individual 


who can be contacted by 


Attachment: 
As stated 


if questions should arise. 


This memorandum may be regraded 
to UNCLASSIFIED upon removal of 
Attached Distribution Sheet. 


25X1 25X1 25X1 


25X1 
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